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4. Each load of certified plants shall be accompanied by a master
permit showing: Consignee, Consignor, Date of Issuance, Place
of Issuance, Number of Containers for which issued.
5. All tobacco plants not bearing valid certificates of the state of
origin are subject to confiscation upon interception.
PENALTIES:
Any person or firm who shall violate these regulations shall be deemed
guilty of a misdemeanor and upon conviction will be punished by law
as provided by Section 3-111, Code of Laws of S. C., 1952.
Reconfirmed May 16, 1961.
Regulations Governing The Shipment Of Tomato Plants Into
South Carolina
The fact has been determined that each year there is shipped into
South Carolina quantities of tomato plants infected with the disease
known at Late Blight Phytopthora infestans, which causes considerable
losses to the tomato industry of this state.
Therefore, The South Carolina State Crop Pest Commission hereby
promulgates the following regulations in order to protect the industry
in South Carolina from this disease and other pests of tomato plants.
1. All tomato plants shipped into South Carolina must have attached
to each container a valid inspection certificate issued by the state of
origin.
2. All counties in Florida on a line south of and including Pinellas,
Hillsboro, Hardee, Highlands, Okeechobee, and Indian River are
hereby placed under quarantine and no tomato plants from those
counties will be allowed entry into South Carolina because of the
danger of late blight disease, Phytopthora infestans.
3. Certified tomato plants must be sprayed or dusted with an approved
fungicide starting when the first true leaves appear, and from 5 to
7 days thereafter and a pre-pulling application made from 2 to
3 days prior to pulling.
4. All tomato plants must be field inspected and approved as being
reasonably free from injurious insects, nematodes, and plant diseases;
except that no tolerance be allowed for the late blight disease,
Phytopthora infestans. Such inspection shall be made not more than
three days prior to pulling and shipping. Certification must be shown
by certificates attached to each container and each load must have a
master certificate giving the total number of containers, the point
of origin, consignor, consignee and grower's code number. Grower's
code number shall also appear on each container certificate.
5. All tomato plants not bearing valid certificates of inspection and
certification shall be confiscated upon interception.
6. Any person or firm who shall violate these regulations shall be
deemed guilty of a misdeamenor and upon conviction will be punished
by law as provided by Section 3-111, Code of Laws of S. C., 1952.
Reconfirmed May 16, 1961.


